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SECRET 



/.LiMOEMDUM FOR; Chief, Assessment and Evaluation Staff, 

Office of Medical Services 


SUBJECT 

REFERENCE 


25X1 


: Memo from C/A&E Staff/OMS to AD/OSA; dated 
27 July 1965; Subject; Same as Above 


^ 1. The program, as outlined in the referenced memorandum, 

xs approved.. You aro authorised to proceed with construction 
oi the proposed facility and the procurement of reouired 
oquipment . 


2. A total of $25,000 has been allocated for this 
project. Funds should be charged to Cost Code GYSl-i 12'^- 
Ubligation Reference Number 241026. - --> 


(Signed) j.-.-q- c. Lo-dferd 

c. lpdford 

General, TJSAF 

rooter of Special Activities 


CONCUR; 


•h Ch'i^f; Programs 'staff , OSA 

,, FUNDS. AVAILABLE: 



4 AUG 


965 


L> !v. 


25X1 


25X1 


SECRET 


5 Cilal'? ( 

t r,'(CfirTl;i! irr.r. ... 


Sanitized Copy Approved for Release 2010/12/13 : CIA-RDP75B00285R0001 001 80046-2 




Sanitized Copy Approved for Release 2010/12/13 : CIA-RDP75B00285R0001 001 80046-2 


Q IT' O 

O * V 


OSA 1796/65 
Page 2 


ID/OS j 

Distribution : 


m (4 Au 


1 - C/A?;S Staff/OMS 
1 - AD/OSA 
1 - D/FA/OSA 
1 - PS/OSA 
3 - B&F/OSA 
1 - IB/OSA 
1 - RB/OSA 
1 - OXC/GSA 


65) 


NOTE; Funds available from Line Item: Special Survival 
Equipment, 1966 OXCART Budget 


D/FA/ OS A_ 
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